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=] An abbreviated version of this protocol was published in eLIFE in Feb 2018 
Automated analysis of long-term grooming behavior in Drosophila using a k-nearest neighbors classifier 
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Images of the acrylic plate used to hold glass tubes. Glass tubes have outer diameter ~5 mm, length 65 mm 
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